1h. 


15. 


16. 
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EQUIPMENT LIST Y-A PRELIMINARY 
SPARES LIST FOR 3~CHANNEL 
DATA REDUCTION EQUIPMENT RACK A 


MP ESTIMATED 
NUMBER NOMENCLATURE UNIT COST 

Connector, CANNON, AN31LO02A~ -52 
18-13P 

Connector, CANNON, AN3102A~- 2.89 
28-18 

Connector, CANNON, AN3102A- 29 
10SL~3P 

Connector, CANNON, AN3102A~ 1.06 
28-1P 

Connector, CANNON, AN3102A- -26 
log .2P 

Connector, CANNON, AN3LO2A- -26 
10SL-4P 

Connector, CANNON, AN3102A- .62 
148-93 

Connector, CANNON, AN31LO2A~ 2.12 
2.58 

Connector, CANNON, AN3102A- 1.76 
22-198 


Connector, AMPHENOL, 26-190-24 2.23 


Binding Post, H. H. SMITH, 16 
206 Red 

Binding Post, H. H. SMITH, -16 
206 Blk. 

Connector, CANNON, AN3LO6B- 2.42 
2h.5P 

Connector, CANNON, AN3102A- 59 
148-9P 

Connector, CANNON, AN31L02A- «27 
128~-3P 

Connector, CANNON, AN3102A- 229 


Effective: =~ 

Supersedes: 

Revision: : 

HUMBER ESTIMATED 

aE AMOUNT 
: 52 
4 2.89 
- .29 
i 1.06 
1 .26 
_ .26 
4 .62 
-: 2.12 
7 1.76 
2 h 46 
6 96 
3 .80 
1 2 he 
- 59 
1 27 
1 129 


128-38 prey 
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25. 


26 e 


a 


EQUIPMENT LIST Y~A PRELIMINARY 


SPARES LIST FOR 3~-CHANNEL 


DATA REDUCTION EQUIPMENT RACK A 


NOMENCLATURE 


Connector, 
18-11P 


Connector, 
936WR 


Connector, 
938 WB 


Connector, 


Connector, 


26-159-24 


Connector, 
20-14pP 


Connector, 
18-118 


Connector, 
18-11P 


Connector, 
16-118 


Connector, 
20-153 


Connector, 
22-197 


CANNON, AN31LO02A- 


GENERAL RADIO, 


GENERAL RADTO, 


M. JAX, MiH2a 


AMPHENOL, 

GANNON, AN3102A- 
CANNON, AN3LO2A- 
CANNON, AN31LO6B- 
CANNON, AN31LO6B- 
CANNON, AN3LO6B- 


CANNON, AN3LOZA- 


Relay, POTTER & BRUMFIELD, 


SKLAL 


Relay, POTTER & BRUMFIELD, 


KLLbA 


Coil, MILLER COIL, 6315 


Coil, MILLER COIL, 4413 


Coil, MILLER COIL, 670 


Choke, BURNELL, 36.5mh 


ESTIMATED 


UNIT COsT 


tb) 


Effective: 
Supersedes : 


Revision: 


OF UNITS 


2 
2 
1 
1 
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51. 
52. 
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EQUIPMENT LIST Y-A PRELININARY 
SPARES LIST FOR 3~CHANNEL 
DATA REDUCTION EQUIPMENT RACK A 


NONENCLATURE 
Resistor, RHOAK3 
Resistor, RHOL47 
Resistor, RHOAM) 


Resistor, ALLEN-BRADLEY, 
JLU5021 


Resistor, SPRAGUE, 5NIT.'700 
W-Leads 


Resistor, OHMITE, CULOKL 
Yy. A-B 


Resistor, OHMTTE, JULO4L 
Resistor, OHMITE, JU5041 


Resistor, ALLEN-BRADLEY, 


Resistor, SPRAGUE, 5KT, 
6000hm, KOOLGhm W/Lead 


Resistor, RHOLA4 
Resistor, OHMITES, CLULO21 


Resistor, R-W, Drawing Na. 
70000119 


Resistor, OHMITE, CLU5031L 
Resistor, RHOLAS 


Switch, CURTIS-WRIGHT, 
117-20-A 


Switch, CENTRALAB, PA2009 
Gwitch, CEWERALAB, PA2023 


Switch, CENTRALAB, PA2027 


ESTIMATED 
UNIT cost 


2.00 
2.50 
2.50 


2.55 


1.50 
2.50 


25.00 


2.50 
1.60 


7-90 


3.36 
3.48 
k .29 


Effective: 


Supersedes : 


Revision: 
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1.70 


1.70 
2.55 
2.55 


“75 


3.00 
2.50 


25.00 


2.50 
1.60 


7-90 


3.36 
348 
4.29 


53 


56. 
3T- 
58. 
39+ 
60. 
él. 


62. 


63. 


64. 


65. 


66. 


67. 
68. 


69. 
70. 
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EQUIPMENT LIST Y-A PRELIMINARY 
SPARES LIST FOR 3-CHANNEL 


DATA. REDUCTION EQUIPMENT RACK A 


ESTIMATED 
NCOENCLATURE UNIT COST 
Switch, CENEPRALAB, PA2003 1.74 
Resistor Kit } watt, 5% 48 80 
(102 values from 100 ohms 
thru 10 meg ohms) 
Resistor Kit 1 watt, 5% 122.00 


(102 values from 100 ohms 
thru 10 meg ohma) 


Switch, G. V. COMTROLS, RO-40 10.00 
Switch, CENTRALAB, PA 2007 1.32 
Switch, HEATHERINGTON, T2104 2.55 
Switch, CENTRALAB, PA 2019 1.89 
Switeh, CENTRALAB, PA 2015 1.87 
Transformer, R-W, Drawing No. 35.00 
70000620 

Transformer, R-W, Drawing No. 35.00 
70000017 

Transformer, STANDARD COIL, 8.00 
XM1555-2 

Transformer, STANDARD COIL, 8.00 
XML555-3 

Transformer, STANRARD COIL, 8.00 
100.555-4 

frensformer, STANDARD COLL, 8.00 
¥ML555-5 

Crystal Diodes, G. E., 1893 1.85 
Crystal Diodes, WESTINGHOUSE, 14.00 
N5091A 

Crystal Diodes, I. R., 5Ul 1.02 
Pilot Lights, MARCO, SNE2 85 


Effective: 
Supersedes ; 


Revision: 


ye PF YP FE FP HF 


2 
y) 
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ESTIMATED 
AMOUNT 


1.7h 
48.80 


122 .00 


8.00 


8.00 


9 25 
28.00 


2.04 


25 
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Effective; 1-27-57 


Supersedes: 
Revision : 
EQUIPMENT LIST Y-A PRELIMINARY 
SPARES LIST FOR 3-CHANNEL 
DATA REDUCTION EQUIPMENT RACK A 
we ESTIMATED NUMBER ESTIMATED 
ITEM NUMBER NOMENCLATURE UNIT COST OF UNITS AMOUNT 
TL. Pilot Lights, G. B., 328 42 5 1.00 
72. Fuse, LITTLEFUSE, No. 312.004 .06 25 1.50 
73. Fuse, LIPILEFUSE, No. 313.032 219 a5 4.75 
Th. Fuse, LITTLEFUSE, No. 312.062 .10 25 2.50 
75. Fuse, LITYLEFUSE, No. 312.003 04 25 1.00 
76. Fuse, LIPELEFUSE, No. 312.250 oh 25 3.50 
TT. Fuse, LIVELEFUSE, No. 312.005 06 25 1.50 
78. Fuse, LITTLEFUSE, No. 312.002 205 25 1.25 
79. Fuse, LIPYLEFUSE, No. 312.750 -09 25 2.25 
80. Fuse, LITPLEFUSE, No. 314.012 -10 25 2.50 
81. Tube, SR4W.G.¥. 4.60 2 9 20 
82. Tube, TUNG SOL, 6AR6/6098 3.25 2 6.50 
83. Tube, R. C. Ao, 5751 2.05 2 4.10 
84. Tube, AMPREX, 0G3/85a2 2.50 2 5.00 
85. Tube, 6AQ5 252 2 1.04 
86. Tube, 5963 1.00 3 3.00 
87. Tabe, 6136 /6A06 2.00 2 4.00 
88. Tube, 5687 2.70 2 5 ho 
89. Tube, 5763 2.12 2 22 
90. Tube, GANG 83 2 1.66 
91. Tube, GBK7A 82 2 1.64 
92. Tube, 6080 6.00 2 12.00 
ree Approved Fonigace 999/09/08 : CIA-RDP81B00878R060200010029-2 ie 
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Effective: 1-27-57 | 
Supersedes: 
Revision: 
EQUIPMENT LIST Y~A PRELIMINARY 
SPARES LIST FOR 3-CHANNEL 
DATA REDUCTION EQUIPMENT RACK A 
uP ESTIMATED NUMBER ESTIMATED 

pest NUMBER NOMENCLATURE UNI COST OF UNITS AMOURT 
94. Socket, EBY, 9753 40 2 .80 
95. Socket, EBY, TSFOFLO3 50 2 1.00 
96. Socket, EBY, TS101P01, octal 40 2 .80 
97. Socket, EBY, TS103P01, 9-Pin 236 2 72 
98. Socket, EBY, FSLO2PO1l, 7-Pin 227 2 54 
99. Socket, EBY, TS103U02, Shield 15 2 230 
100. Socket, EBY, TS1Q2U02, Shield 15 2 .30 
101. Qube Clamp, BIRCHER, 9260-7 90 2 1.80 

Clamp 
102. Tube Clamp, BIRCHER, 223-4 64 2 1.28 
103. Socket, SPRAGUE, CPO7SBY 16 2 32 
Lok. Socket, SPRAGUE, CPO73C3. 18 2 236 
105. Socket, SPRAGUE, CPO7SE5 18 2 236 
106. Socket, SPRAGUE, CPO7SC2 18 2 36 
107. Fuse, LITTLEFUSE, 342003 28 2 56 
108. Light, MARCO, 30080M 85 2 1.70 
109. Socket, EBY, TS1LQ2PO3 20 2 ho 
110. Socket, EBY, TS103003 22 2 ohh 
i. Capacitor, SPRAGUE, GPTOMEF- 5.82 2 11.6h 

4O5K 
112. Capacitor, SPRAGUE, CP7OBLEF- 8.53 2 17.06 

805K | 
113. Capacitor, SPRAGUE, CP7OBLEF~ 9.00 2 18.00 

106K 
14. Capacitor, HOPKINS, JIKT-6104 K 1.2h 2 2.48 
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supersedes — 
REVIBLON : 
EQUIPMENT LIST Y-A PRELIMINARY 
SPARES LIST FOR 3-CHANNEL 
DATA REDUCTION EQUIPMENY RACK A 
MP ESTIMATED NUMBER ESTIMATED 
ITEM NUMBER NOMENCLATURE UNIT COST OF UNITS AMOUNT 
115. Capacitor, MALLORY, HC~10100 4 95 2 9.90 
235611 
116. Capacitor, MALLORY, HC~1520 2.82 2 5.64 
117. Capacitor, HOPKINS, JIKT- 1.25 2 2.50 
6274 K . 
118. Capacitor, HOPKINS, 9~1KT -80 2 1.60 
4473 
1g. Capacitor, SPRAGUE, S0P3 1.30 2 2.60 
By-Pass — 
120. Capacitor, HOPKINS, 1P52H 1.76 2 3.52 
121. Capacitor, CORNELL-DUBLIER, ohh 2 88 
BER-10-150 
122. Capacitor, CENTRALAB, CU-12D- 68 2 1.36 
121 
123. Capacitor, HOPKINS, 9-lK 1.00 2 2.00 
; 2104K 
12h. Capacitor, HOPKINS, 9-1K 1.48 2 2.96 
ki okK 
125. Capacitor, CORNELL-DUBLIER o42 2 Bh 
BBR-10-50 
126. Capacitor, SPRAGUE, 96PL0590292 1.17 2 2. 3h 
127. Capacitor, CORNELL-DUBLIER, -60 2 1.20 
BBR-25-25 
128. Capacitor, HOPKINS, 1K6472K 1.00 2 2.00 
129. Capacitor, HOPKINS, 1KT6473K 1.00 2 2.00 
130. Capacitor, HOPKINS, JIKT6254K 1.62 2 3.2k 
131. Capacitor, SPRAGUE, 96PLOk9452 91 2 1.82 
132. a a oer EL-MENCO, Fixed 90.00 1 90.00 


Mil-C-5A, CM~15 Case Size 
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a 


141. 


1k. 


143. 


14h. 


145. 


146. 


147. 


148. 


149. 
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EQUIPMENT LIST Y-A PRELIMINARY 
SPARES LIST FOR 3-CHANNEL 
DATA REDUCTION EQUIPMENT RACK A 


NOMENCLATURE 
Capacitor, HOPKINS, 


Capacitor, HOPKINS, 
L1olK 


Capacitor, AEROVOX, 


P- Lh 


91K 


P12326 


Capacitor, CENIRALAB, TCX 3.3 


Capacitor, CENTRALAB, TCF 6.8 


Capacitor, CENTRALAB, 


96P3320482 


Capacitor, CENTRALAB, 


96P22hoks2 


Capacitor, CENTRALAB, 


96P1L040 1S2 


Capacitor, CENTRALAB, 


96P1820482 


Capacitor, SPRAGUE, 
96PLOLOKS2 


Capacitor, HOPKINS, 
Q102K 


Capacitor, SPRAGUE, 
96PLO40182 


Capacitor, HOPKINS, 
3393K 


Capacitor, SPRAGUE, 
96PLO594S4 


Capacitor, SPRAGUE, 
96P10304s2 


Capacitor, SPRAGUE, 
CP65RIEFLOSK 


91K 


91K 


Capacitor, CORNELL-DUBLIER 


BBR 10 25 


éf fective: 
Supersedes: 
nsvisilon; 
ESTIMATED NUMBER 
UNIT cosr = OF: UNITS 
15 2 
-65 2 
1.89 2 
25 2 
oat 2 
1.00 2 
1.02 a 
2 2 
1.00 2 
1.00 2 
1.00 2 
1.00 2 
oOL 2. 
91 2 
1.06 2 
3.30 2 
-50 2 
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1.62 


1.82 


2.00 


6 .60 


1.00 
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Supersedes : 
Revision: 
EQUIPMENT LISY Y-A PRELIMINARY 
SPARES LIST FOR 3-CHANNEL 
DATA REDUCTION EQUIPMENT RACK A 
MP ESTIMATED NUMBER ESTIMATED 

ITEM WOMBER NOMENCLATURE . UNIT COST UNITS AMOUNT 

150. Capacitor, HOPKINS, 2.50 3 7.50 
GLKK1L52K 

151. Capacitor, HOPKINS, 1.00 2 2.00 
91K1105K 

152. Capacitor, HOPKINS, 1.00 3 3.00 
1KT33333K 

153. Capacitor, HOPKINS, 290 2 1.80 
TS2A~7 

15k. Capacitor, HOPKINS, 1.50 2 3.00 
9-1KT3254K 

155. Capacitor, HOPKINS, 67 2 1.34 
9-1K 4473K 

156. Capacitor, HOPKINS, 1.00 2 2.00 
p25611 

157. Capacitor, HOPKINS, 2.70 3 8.10 
9-1K 6473K 

158. Capacitor, HOPKINS, 98 2 1.96 
OKT 2104K 

159. Capacitor, CENTRALAB, 25 2 50 
eC7Z, 4.7 

160. Motor, TECHNICAL DEVELOPMENT 75.00 1 75.00 
corP., D 641-1 

161. Motor, TECHNICAL DEVELOPMENT 83.00 2 166.00 
CORP., D 631-1 

162. Circuit Breakers, HEINAMAN, 22.90 P) 45 .80 
XAM 33, Curve 4, 50 amp. 

163. Circuit Breaker, HEINAMAN, 8.60 2 17.20 
XAM 33, Curve 5, 15 amp. 

164. $witch Modified, JV-9007 10.80 2 21.60 


6 Pole 5 POS 
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Approved For Release 1999/09/08 : CIA-RDP81B00878R000200010029-3 


Supersedes: 
Revision: 
EQUIPMENT LIST Y-A PRELIMINARY 
SPARES LISP FOR 3-CHANNEL 
DATA REDUCTION EQUIPMENT RACK A 
MP ESTIMATED NUMBER ESTIMATED 
NUMBER NOMENCLATURE UNIT COST UNITS AMOUNT 
Switch Modified, C & H 8801 1.73 2 346 
(st-42A) 
Knob, KNB-2 ay be) 2 1.50 
Meter, SIMPSON, 142A: vu 23.40 uy 23.40 
Meter, HEWLETT-PACKARD, 35.00 1 35.00 
No. HPANCA, DC 9000 
Meter, R-W, Drawing No. 50.00 1 50.00 
70000419, DC91LOO 
Playback-record amplifier 670.00 1 670.00 
Erase amplifier 281 .00 2 562 .00 
Erase oscillator 150.00 1 150.00 
Switch, CENTRALAB, PA2O11 2.52 1 2.52 


